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Indian Standard 

METHODS FOR 
QUANTITATIVE DESCRIPTION OF 
DISCONTINUITIES IN ROCK MASS 

PART 4 ROUGHNESS 

0. FOREWORD 

0.1 This Indian Standard ( Part 4 ) was adopted by the Bureau of Indian 
Standards on 30 August 1987, after the draft finalized by the Rock 
Mechanics Sectional Committee had been approved by the Civil Engineer- 
ing Division Council. 

0.2 In view of the advancement in the field of rock mechanics, a number 
of methods for assessing the strength characteristics of rock and rock 
masses are being formulated by Rock Slope Engineering and Foundation 
on Rock and Rock Mass Improvement Subcommittee of Rock Mechanics 
Sectional Committee. The majority of rock masses, in particular, those 
within a few hundred metres from the surface, behave as discontinuous, 
with the discontinuities largely determining the mechanical behaviour. 
It is, therefore, essential that structure of a rock mass and the nature of 
its discontinuities are carefully described and quantified to have a 
complete and unified description of rock masses and discontinuities, and 
it may be possible to design engineering structures in rock with a 
minimum of expense in situ testing. Careful field descriptions will 
enhance the value of in situ tests that are performed since the inter- 
pretation and extrapolation of results will be made more reliable. 

0.3 Discontinuity is the general term for any mechanical discontinuity 
in a rock mass, along which the rock mass has zero or low tensile 
strength. It is the collective term for most types of joints, weak bedding 
planes, week schistocity planes, weakness zones, shear zones and faults. 
The ten parameters selected for rock mass survey to describe discont- 
inuities are orientation, spacing, persistence, roughness, wall strength^ 
aperture, filling, seepage, number of sets, and block size. These para- 
meters are also evaluated from study of drill cores to obtain information 
on the discontinuities. 

0.4 It is essential that both the structures of a rock mass and the nature 
of its discontinuities are carefully described for determining the mechanical 
behaviour. This standard covering various parameters to describe 
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discontinuities in rock masses is being formulated in various parts, each 
part covering one parameter. This part covers roughness. The other 
parts covering other parameters are also being formulated. 

0.5 Roughness describes inherent roughness and waviness relative to the 
mean plane of a discontinuity. Both roughness and waviness contribute 
to the shear strength. Large scale waviness may also alter the dip 
locally. 

0.6 In reporting the result of a test or analysis made in accordance with 
this standard, if the final value, observed or calculated, is to be rounded 
off, it shall be done in accordance with IS : 2-1960*. 



1. SCOPE 

1.1 This standard ( Part 4 ) covers the method for quantitative description 
of roughness of discontinuities in rock mass. 

2. TERMINOLOGY 

2.1 For the purpose of this standard, the definitions of terms given in 
IS : 11358-1987f shall apply. 

3. GENERAL 

3.1 The wall roughness of a discontinuity is a potentially important 
component of its shear strength, specially in the case of undisplaced and 
interlocked features ( for example unfilled joints ). The importance of 
wall roughness declines as aperture, or filling thickness, or the degree of 
any previous displacement increases. 

3.2 In general terms, the roughness of discontinuity walls can be 
characterized by a waviness ( large scale undulations which, if interlocked 
and in contact, cause dilation during shear displacement since they are 
too large to be sheared off ) and by an unevenness ( small scale roughness 
that tends to be damaged during shear displacement unless the disconti- 
nuity walls are of high strength and/or the stress levels are low, so that 
the dilation can also occur on these small scale features ). 

3.3 In practice, waviness affects the initial direction of shear displace- 
ment relative to the mean discontinuity plane while unevenness affects 
the shear strength that would normally be sampled in a laboratory or 
medium scale in situ direct shear test ( see Fig. 1 ). 



•Rules for rounding off numerical values ( revised ). 
tGIossary of terms and symbols relating to rock mechanics. 
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1. LABORATORY 
SHEAR TEST 

2 IN-SITU 
SHEAR TEST 




Fig. 1 Different Scales of Discontinuity Roughness are 

Sampled by Different Scales of Tests. Waviness can be 

Characterised by the Angle ( i ) 

3.4 If the direction of potential sliding is known, roughness can be 
sampled by linear profiles taken parallel to this direction. In many cases, 
the relevant direction is parallel to the dip ( dip vector ). In cases where 
sliding is controlled by two intersecting discontinuity planes, the direction 
of potential sliding is parallel to the line of intersection of the planes. 
In the case of arch dam abutment stability, the direction of potential 
sliding may have a marked horizontal component. 

3.5 If the direction of potential sliding is unknown, but nevertheless of 
importance, roughness must be sampled in three dimensions instead of 
two. This can be done with a compass and disc-clinometer. Dip and 
dip direction readings can be plotted as poles on equal-area nets. 
Alternatively, discontinuity surfaces can be coloured relative to their 
mean planes using photogrammetric methods. This can be a useful 
technique if the critical surfaces are inaccessible. 

3.6 The purpose of all roughness sampling methods is for the eventual 
estimation or calculation of shear strength and dilation. Presently 
available methods of interpreting roughness profiles and estimating shear 

5 
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strength are summarized under 5 on presentation of results and 6 on 
estimation of shear strength. 

3.7 Roughness describes the inherent surface roughness and waviness 
relative to the mean plane of a discontinuity. 

3.8 The linear profiling method of sampling roughness requires the 
following equipment: (a) folding straight edge of at least 2 m length 
graduated in mm, (b) compass and clinometer, and (c) 10 m of light 
wire or nylon with paint markings at 1 m intervals ( red ) and 10 cm inter- 
vals (blue). The line should be attached to small wooden blocks or 
similar handles at each end, so that it can be tensioned to form a straight 
reference line above the plane of large undulating discontinuities. 

3.9 The compass and disc-clinometer method of sampling roughness 
requires the following equipment: (a) a geological compass which 
incorporates a horizontal levelling bubble and a rotatable lid which is 
connected to the main body of the compass through a graduated hinge 
for recording dip, and (b) four thin circular plates made of a light alloy, 
of various diameters ( that is 5, 10, 20 and 40 cm ) which can be fixed in 
turn to the lid of the compass. 

3.10 The photograrn metric method of sampling roughness requires 
assorted equipment described under Photogrammetric Method in Part 1 
of this standard. 

4. PROCEDURE 

4.1 Linear Profiling — Discontinuities are selected that are accessible 
and typical of the surface presumed to be involved if shear failure was 
to occur. 

4.1.1 Depending upon the relevant dimensions of each plane, either 
the 2 m straight edge or the 10 m wire ( or sections of either ) are placed 
or stretched above the plane of the discontinuity parallel to the mean 
direction of potential sliding. For convenience, they should be in 
contact with the highest point or points of the discontinuity and 
they should be as straight as possible. ( A small lump of plasticene 
can be helpful in preventing the straight edge from sliding down steeply 
dipping joints. It can be placed between the straight edge and the 
high spots. ) The perpendicular distances (j> ) from the straight edge 
( or wire ) to the surface of the discontinuity are recorded to the nearest 
mm, for given tangential distances ( x ) ( see Fig. 2 ). It is advisable to 
be flexible in the choice of ( x ) since a regular interval ( for example, 5 
cm ) might result in missing a small step or similar feature of potential 
importance to the shear strength. On average, x intervals equal to 
approximately 2 percent of the total measuring length are sufficient to 
give a good overall impression of roughness. 
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Fig. 2 A Method of Recording Discontinuity Roughness in 

Two Dimensions, Along the Estimated Direction of 

Potential Sliding 



4.1.2 The x and y readings are recorded in parallel, together with the 
azimuth and dip of the measuring direction. This may by different 
from the orientation a/|3 of the discontinuity. 

4.1.3 Profiles typical of the minimum, most common and maximum 
roughness are recorded using the above procedures. These profiles 
may apply to a whole discontinuity set, to one critical discontinuity, or 
to each surface measured, depending upon the detail required. 

4.1.4 The waviness angle ( i ) illustrated in Fig. 1 should be recorded 
using the straight edge and clinometer, if the profile was so short that 
waviness was not automatically sampled during profiling. 

4.1.5 The approximate wave length and amplitude of waviness too 
large to be sampled by profiling should be estimated, or measured where 
accessibility is no problem. 
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4.1.6 Photographs representing the surfaces of minimum, modal and 
maximum roughness should be taken, with aim rule placed against 
the surface in question clearly visible. 

Note 1 — The mm graduated ruler used to measure the perpendicular distances, 
y, should be tapered to a point so that the fine details of roughness can be recorded 
if desired. Most of the automatic recording profilographs are suitable for describing 
the finest details of roughness. They obviously give a much more accurate picture of 
roughness than that obtained by the present suggested method. Normally, this 
accuracy is unnecessary for rock mechanics purposes. 

Note 2 — Offsets or steps dividing a discontinuity surface into several parallel 
planes are indicative of lack of persistence, and should be carefully profiled. 

Note 3 — There are many other methods of recording roughness in addition to the 
profiling method. For example, the wave-length and amplitude of surface features 
could be measured and recorded for several different scale intervals, that is, < 1cm, 
1-10 cm, 10-100 cm, > 1 m. Alternatively, a very large undulating joint exposure 
could be rapidly recorded by laying a straight edge ( for example, 1 m length ) 
against the surface at 1 m intervals in the down-dip direction and recording the dip 
of each position by means of a clinometer fixed to the straight edge. The length of 
straight edge could be varied in the same manner as with the compass method, if 
desired. 

4.2 Compass and Disc-Clinometer — Discontinuites are selected 
that are accessible and typical of the surface presumed to be involved, 
if shear failure was to occur. 

4.2.1 The small scale roughness angles ( i) ( Fig. 3 ) are measured by 
placing the largest circular plate ( for example, 40 cm dia ) against the 
surface of the discontinuity in at least 25 different positions, and recording 
dip direction and dip for each position. ( A surface area at least ten 
times as large as the area of the largest plate is assumed 18. ) 

4.2.2 This procedure is repeated in turn for the other plate diameters. 
The overall sensitivity of the measurements is improved if a large 
number of positions are recorded with the smaller plate diameters, for 
example, 50 positions with a 20 cm plate, 75 positions with a 10 cm 
plate and 100 positions with a 5 cm plate. 

4.2.3 Each set of dip direction and dip data is plotted on a separate 
equal area not in terms of poles. Contours are drawn for each set of 
poles. 

4.2.4 Photographs representing surfaces of minimum, modal and 
maximum roughness should be taken, with aim rule placed against 
the surfaces in question clearly visible. 

Note 1 — The smallest base plates give the greatest scatter of readings and also 
the largest roughness angles. The largest base plates give the least scatter of readings 
and also the smallest roughness angles. 

Note 2 — The large number of dip direction and dip readings ( from approxi- 
mately 200 plate positions ) represents at least one hours work per sampled plane. 
This will only be justified in special circumstances. If a large number of discontinuities 
need to be measured, the photogrammetric method is recommended. Alternatively, 
if the potential sliding direction is known, the profiling method is recommended, 
thereby reducing the amount of data collection to the single direction of potential 
sliding. 

8 
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Fig. 3 A Method of Recording Discontinuity Roughness in Three 

Dimensions for Gases where the Potential, Direction of Sliding 

is not Yet Known. Circular Discs of Different Dimensions 

( 5, 10, 20 and 40 cm ) are Fixed in Turn to A Glar Compass 

and Clinometer. The Dip Direction and Dip Readings 

are Plotted as Poles on Equal- Area Nets 

9 



IS : 11315 ( Part 4 ) - 1987 

Note 3 — The maximum roughness angles for the given disc sizes can bo plotted 
for any direction of potential sliding ( see Fig. 3 ). The tangent of these maximum 
roughness angles multiplied by the appropriate base length ( disc diameter ) gives the 
displacement ( dilation ) that will occur perpendicular to the discontinuity for a 
shear displacement equal to the given base length. Several base lengths ( disc dia- 
meters ) are analysed in this way, so that a dilation curve can be obtained. This 
will give a realistic picture of the shearing process when there is minimal damage 
to asperities. The method is, therefore, most appropriate to shearing of joints in 
hard rocks at low effective normal stress levels. ( Asperities smaller than the 
minimum plate diameter are assumed not to influence the process of dilation. ) 

4.3 Photogrammetric Method — In special cases, terrestial photo- 
grammetry can be used to obtain the coordinates of numerous points 
on the surface of inaccessible discontinuities using the procedures out- 
lined under photogrammetric method. From this data, it is possible to 
compute contour maps or profiles of the surface roughness. The minimum 
contour intervals will depend on the distance of the camera base from 
the surface in question. In some instances, 1 mm intervals might be 
achieved, though 1 cm or 5 cm would be more likely, profiles should be , 
computed for the direction of potential sliding, if this is known. 

Note — The coordinates representing points on the surface of the given disconti- 
nuity are recorded using a stereoscopic plotting instrument or a stereo comparator, 
with automatic recording equipment ( that is, punched tape). Roughness profiles 
can be drawn by computer. Methods are available for estimating the shear strength 
and dilation characteristics of discontinuities ( specifically unfilled joints ), based 
on statistical analysis of these surface coordinates. 

5. PRESENTATION OF RESULTS 

5.1 Linear Profiling — The x and y readings should be plotted to the 
same scale ( not distorted ) and inclined correctly, as shown digramma- 
tically in the inset to Fig. 2. Profiles representing the minimum, most 
common, and maximum roughness should be drawn on the same page 

■ to make comparison easier. The three profiles may represent a discont- 
inuity set, a single critical discontinuity, or each surface sampled. This 
will depend on the amount of detail required. A scale should be 
included in all the drawings. Profiles should be identified clears, and 
the azimuth and dip of the measuring direction should be stated, in case 
this differs from the previously recorded orientation a/|3 of the 
discontinuity. 

5.1.1 Photographs of the relevant surfaces showing minimum, modal 
and maximum roughness should be presented together with the profiles. 

5.2 Compass and Disc-Clinometer — The field measurements of dip 
direction and dip obtained with the various diameters of disc should be 
plotted as poles on equal area nets, one for each disc. These can be 
combined and presented on a single contoured plot, as shown in Fig. 3. 

5.2.1 Measurements from several discontinuities of a given set may be 
grouped on the same equal area net if desired, to show the range of 
roughness ( and the overall variation in orientation caused by any 
waviness). 

10 
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5.2.2 Photographs of the relevant surfaces showing minimum, modal 
and maximum roughness should be presented together with the pole 
diagrams. 

5.3 Photogrammetric Method — For purposes of visual presentation 
in a report, the most useful figures will be profiles rather than contour 
diagrams of surface roughness. The profiles, which will normally be 
plotted by computer, should be presented with 1 : 1 vertical : horizontal 
scales in preference to exaggerated vertical scales. 

5.3.1 If the direction of potential sliding is unknown, the profiles 
should be computed and presented to represent the roughness in the line 
of dip ( dip vector direction). Correctly oriented profiles can be produc- 
ed at a later stage, 

5.3.2 Photographs of the relevant surfaces showing minimum, modal 
and maximum roughness should be presented together with the profiles. 

5.4 Descriptive Terms — In the preliminary stages of field mapping 
( that is, during feasibility studies ) time limitations may prevent the use 
of the above roughness measuring techniques. The description of rough- 
ness will be limited to descriptive terms which should be based on two 
scales of observation: 

a) Small scale ( several centimetres ), and 

b) Intermediate scale ( several metres ), 
The descriptive terms are: 

i) Rough ( or irregular ), stepped; 
ii) Smooth, stepped; 
iii) Slickensided, stepped; 
iv) Rough ( or irregular ), undulating; 

v) Smooth undulating; 
vi) Slickensided, undulating; 
vii) Rough ( or irregular ) } planer; 
viii) Smooth, planer; and 
ix) Slickensided, planer. 

5.4.1 The term 'slickensided' should only be used if there is clear 
evidence of previous shear displacement along the discontinuity. 

5.4.2 The intermediate scale of roughness is divided into three 
degrees : stepped, undulating and planer, and the small scale of 
roughness superimposed on the intermediate scale is also divided into 
three degrees, rough ( or irregular ), smooth, and slickensided. The 
direction of striations or slikensides should be noted as shear strength 
may vary with direction, Roughness profiles typical of the nine classes 

11 
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are illustrated in Fig. 4, [ The effective roughness angles ( i ) displayed 
by the nine categories of profile mean that in terms of shear strength, 
I > II, > III, IV, > V, > VI, VII, > VIII, > IX assuming that 
mineral coatings are entirely absent, or present in equal amounts. It is 
also evident that I > IV > VII, II > V > VIII, III > IX and 
VI > IX. Some of the inequalities are less certain. For example VII 
might be stronger than III. This would depend on whether or not 
dilation was inhibited. Around an underground excavation, dilation is 
usually inhibited by the stiffness of the surrounding rock mass. Beneath 
a rock slope, it may not be. ] 



ROUGH 



SMOOTH 



m SL1CKENSIDED 



STEPPED 



IV 



VI 



ROUGH 



SMOOTH 



SLICKENSIDED 



UNDULATING 



VI! 



VIII 



ROUGH 



SMOOTH 



IX SLICKENSIDED 



PLANAR 



Fig. 4 Typical Roughness Profiles and Suggested Nomenclature, 
the Length of Each Profile is in the Range 1 to 10 Metres. 
The Vertical and Horizontal Scales are Equal 
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5.4.3 There may also be a large scale waviness superimposed on the 
above small and intermediate scales of observation. In such cases, these 
characteristics should also be noted, that is smooth, undulating ( class V ) 
with large scale waviness 10 m wave length, 50 m amplitude. 

5.4.4 The descriptions associated with persistence, that is, systematic 
sub-systematic, non systematic will obviously be of greatest importance 
in determining the relative importance of the above descriptions of 

roughness. 

6. ESTIMATION OF SHEAR STRENGTH 

6.1 The main purpose in describing the roughness of the walls of dis- 
continuities is to facilitate the estimation of shear strength, in particular, 
in the case of unfilled discontinuities where estimates may be quite 
accurate. 

6.2 In crude terms, shear strength will consist of a maximum ( peak ) 
or minimum ( residual ) friction angle, or some intermediate angle 
( depending upon the degree of previous shear displacement ) plus a 
contribution ( i ) due to large scale waviness, if this exists. 

thus 

r = cr n tan ( ^ + 

where 

t = shear strength ( peak or residual ), 

^ = friction angle ( peak or residual ), 

n ~ effective normal stress, and 

i = waviness (if present ). 

6.2.1 The value of ( peak friction angle ) <£p wi 11 depend on the value 
of <7 n and on the degree of roughness. In the case of unfilled joints, tf> v 
values generally range from 30 to 70° and commonly average about 45°. 
In the case of joints having vertical or very steep steps, or less than 
100 percent persistence, there will also be a cohesion ( c ) to add to the 
above value of fo for example profiles I, II and III ( see Fig. 4 ). 

6.2.2 The value of residual friction angle, <f> x depends on degree of 
weathering of discontinuity walls and on the rock type. In the absence 
of weathering, <£ r usually varies from 25 to 35, and is most commonly 
around 30°. In the case of strongly weathered walls, the value may 
fall to around 15°, even in the absence of actual clay fillings. A method 
of estimating <^ r is based on the ratio between the Schmidt hammer 
rebound ( r ) obtained on the weathered rock wall and the rebound 
{ r ) obtained on the unweathered rock. 

13 
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6.2.3 Values of $ p can be estimated using the following formula: 

*p =JRClog 10 (^f-) +^r 
where 

JRG = joint roughness coefficient, and 

JGS = joint- wall compression strength. 

The method of application is illustrated in Fig. 5. Firstly, the measured 
roughness profiles are matched with the three sets given at the top of 
Fig. 5, to obtain an estimate of the appropriate JRG value. ( More 
detailed profiles are given in Fig. 6 to facilitate this quantification. ) 
Secondly, the discotinutiy walls are tested with a Schmidt hammer to 
estimate JCS and ^r- Note that in Fig. 5, r has been assumed as 30° 
in every case. The above method is a surprisingly accurate and cheap 
method of estimating ^ p . 

6.2.4 Since peak shear strength is mobilized after relatively small 
displacements, it may not be realistic to add the large scale wavinees 
angle ( / ) to .his estimate of <j> v . For most practical purposes, ^ p can be 
regarded as the maximum value for a joint of 100 percent persistence. 
However, 4>r is not mobilized until relatively large displacements have 
occurred, which generally makes the large scale waviness angle ( i r ) a 
realistic addition to shear strength- In the case of completely planer 
discontinuities or discontinuities that have sheared to the extent that no 
further dilation is possible, then ^ r will be the only shear strength 
component left, and will represent the absolute minimum shear strength 
for that discontinuity. 

6.2.5 The above method for estimating the JRC value of a measured 
roughness profile is obviously subjective. Objective methods of analysing 
profiles are compass and disc-clinometer method and photogrammetric 
method. As described under notes under 4.2.4, the method of analyzing 
compass and disc-clinometer readings results in a dilation curve which 
is a plot of roughness ( i ) angles versus shear displacement. These ( i ) 
angles are added to ^ r , to estimate the shear strength for displacements 
intermediate between peak and residual strength. 
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Fig. 5 A Method of Estimating Peak Shear Strength from Roughness Profiles. Each Curve 
is Numbered with the Appropriate JGS Value ( Units of MPa ). The Roughness Profiles 
are Intended as an Approximate Guide to the Appropriate JRC Values 20, 10 and 5. 
Completely Smooth Planar Joints have JRC = 
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TYPICAL ROUGHNESS PROFILES FOR JRC RANGE 
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Fig. 6 Roughness Profile and Corresponding Range of JRC 
Values Associated with Each One 
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INTERNATIONAL SYSTEM OF UNITS ( SI UNITS ) 

Base Units 



Quantity 


U N ri- 


Symbol 




Length 


me t re 


m 




Mass 


kilogram 


kg 




Time 


second 


s 




Electric current 


ampere 


A 




Thermodynamic 


kelvin 


K 




temperature 








Luminous intensity 


candela 


cd 




Amount of substance 


mole 


mol 




Supplementary Units 








Quantity 


Unit 


Symbol 




Plane angle 


radian 


rad 




Solid angle 


steradian 


sr 




Derived Units 








Quantity 


Unit 


Symbol 


Definition 


Force 


newt on 


N 


1 N = 1 kg.m/s k 


Energy 


joule 


J 


1 J = 1 N.m 


Power 


watt 


W 


1 W = 1 J/s 


Flux 


weber 


Wb 


lWb=l V.s 


Flux density 


tesla 


T 


1 T = 1 Wb/m» 


Frequency 


hertz 


Hz 


1 Hz = 1 c/s (s" 1 ) 


Electric conductance 


Siemens 


S 


1 S = 1 A/V 


Electromotive force 


volt 


V 


1 V = 1 W/A 


Pressure, stress 


pascal 


Pa 


1 Pa = 1 N/m» 
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